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REF ID : A63613 


510 Second Street, 8.15. 

Washington 3* 0. 0* 
fi6 January 1955 


Mr. W* J. (felbraith 

Manager, (kvernment Service* Department 
Potamc Electric Power Company 
10th and E Streets, northwest 
Washington D* C. 

Dear Mr. Galbraiths 

X refer to certain correspondence exchanged between us 
last Hovember, In connection with a small, aluminum structure 
at the corner of Second and C Streets, B.s. 

Xhe structure was removed a few days ago, as forecast 
in your letter of $ Kovember, and 1 vlsh to thank you and 
all others concerned with its removal, an action that has 
much improved the appearance of that corner. 

Very truly yours. 


VXLUAM r. rtOZUMAX 
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